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Mint of the U. States at Philada. 
M & R Department 

Phila. 

October 3, 1879 


Sir, 


I take great pleasure in reporting that the Ist Plate of the new lot of spelter, which has 
begun to arrive this morning, seems to be entirely free from lead & other objectionable metal. 


Respectfully yours, 
Jas. C. Booth 
M&R 


Hon. A. Loudon Snowden 
Superintendent 


